This report is required by law (7 USC 2143). Failure to report according to the regulations 
can 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form for 
additional information 


Interagency Report Control No. 


1. CERTIFICATE NUMBER: 56-R-0001 

form approved 

CUSTOMER NUMBER; 925 

0MB NO. 0579-0036 




i 


Medical University Of South Carolina 

Div Of Lab Animal Res/Dept Of Comparative Medicine 

114 Doughty Street .. 

Po Box 250777 P /O on 

Charleston, SC 29425 ^ ^002 

Telephone: (843) -876-5212 


3. REPORTING FACIUTY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach addiUonal sheets if necessary ) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILFTY f Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 


Basic Science Building Institute of Psychiatry 

FACILITY LOCATIONS ( Sites ) - See Atached Listing „ ^ j t, . . 

Research Building Strom Thurmond Building 


Animals Covered 
By The ^imal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


B. Rabbits 


9. Non-human Primate 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


Goats 


13. Other Animals 


Gerbils 


Squirrels 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
expenmen ts. 
research, or 
surgery but not ye 


C. Number of 
animals upon 
which teaching, 
research, 
expefiments. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of paiiv 
relieving drugs. 


D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquHtzing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such dnjgs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatmenL and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the AcL and it has required that exceptions to the standards and regulations be spedfied and explained by the prindpai 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this anmial report. In addition to identifying the 
lACUC-approved exceptions, this sur. ~ia*‘v •• ..i. -jos a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this r:: v a”*- has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


I 


SIGNATIIRF OF CEO OR INSTITUTIONAL OFFICIAt^ 


I NAME S. TITl P Of C.E.O. OR INSTITUTIONAL OFFICIAL f Tvoe or Print 


DATE SIGNED 

I'lllht 


APHI 


r ADO t 



































This report is required by law (7 USC 214). Failure to report according to the regulations can . 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


NOV 2 7 2002 

Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


FORM APPROVED 
0MB NO- 05790036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CLEMSON UNIVERSITY 

Office of Research Compliance 

E-308 Martin, BOX 345708 

CLEMSON. SC 29634 

(864) 656-4538 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experiment^ion, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS (sites) 


See Attached Listing 


Godley-Snell Research Center 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHISFORM 7023A) 


A. 

j 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving dmgs. 

4. Dogs 

0 

0 

5. Cats 

0 

0 

6. Guinea Pigs 

0 

0 

7. Hamsters 

0 

0 

8. Rabbits 

0 

0 

9. Non-Human Primates 

0 

0 

1 0. Sheep 

0 

0 

1 1. Pigs 

0 

0 

12. Other Farm Animals 

0 

0 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals a/xf the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C 
D + E) 


13. Other Animals 



Laboratory Deemiice |9 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 

and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 

principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
/ (Chief Executive Officer or Legally Responsible Institutional official) 

/ -r I oKrjve is true, correct and complete (7 U.S.C. Section 2143) 

"sil I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) I DAT 


DATE SIGNED 

Itjzpjoz 


AP 


rich Is obsolete 


PART 1 - HEADQUARTERS 











































































NOV 2 7 2002 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 50. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION N 

56-R-0002 


interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 057&0036 


2. HEADQUARTERS f and Address, as registered with USDA. 

include Zp Code) W.tM5UN UraVERSlTY 

OFFICE OF RESEARCH COMPLIANCE 
E-307 MARTIN HALL 


CLEMSON, SC 29634-5704 
(864-656-453 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adcHtonal sheets ifnecessary or use this form.) 


A 




Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of cinimais upon 
which experxnents, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experfments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals arfo for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures pmdudng pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO 
OF ANIMALS 


13. Other Animals (Cont.) 


Wild Rodents 


Opossum 




Bat 

0 

Mink 

0 

White-Tailed Deer 

0 

Armadillo 

0 

Racoon 

0 

Fox 

0 


0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

18 

0 

0 

0 

0 

0 

0 

0 




ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research f^lity. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 

principal investigator and approved by the Institutional Animal Care and Use Committee (ACUC). A summary of all the exceptions is attached to this annual report In 
addition to identifying the 1ACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

t= Officer or Legally Responsible Institutional offidal) 

bove is true, correct, and complete (7 U.S.C. Section 2143) 

Si( I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) I DATl 


DATE SIGNED 


which is obsolete 


PART 1 - HEADQUARTERS 



























































T(- . r jr* . equrred by law (7 USC 2143). Failure to report according to the regulations 
can 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form tor 
additional information 


1. CERTIFICATE NUMBER: 

56-R-0003 

CUSTOMER NUMBER: 

901 


University Of South Carolina 
At Columbia 

Office Of Research Compliance 
Columbia, SC 29208 


OCT 1 1 2002 Telephone: (803) -777-7095 


Interagency Report Contro[ 


FORM APPROVED 
0MB NO. 0579-0036 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held tor these purposes. Attach additional sheets if necessary ) 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessarv or use APHIS Form 7023A \ 


A. 

B. Number of 

C. Number of 

0. Number of animals 

E. Number of animals upon which teaching. 

F. 


animals being 

animals upon 

upon which 

experiments, research, surgery or tests were 



bred. : 

which teaching, 

experiments, teaching. 

conducted involving accortpanying pain or distress 

TOTAL NUMBER 

Animals Covered 

conditioned, or 

research. 

research, surgery, or 

to the animals and for which the use of appropriate 


By The Animal 

held for use In 

experiments, or 

tests were conducted 

anesthetic, analgesic, or tranquilizing drugs would 


Welfare Regulations 

teaching. 

tests were 

involving 

have adversely affected the procedures, results, or 

t 1 iMKiQ 


testing. 

conducted 

accompanying pain or 

Interpretation of the teaching, research, experiments. 



experiments. 

involving no 

distress to the animals 

surgery, or tests. ( An explanation of the procedures 

C+D+E) 


research, or 

pain, distress, or 

and for which 

producing pain or distress in these animals and the 



surgery but not ye 

use of pain- 

appropriate anesthetic, a 

reasons such drugs were not used must be attached to 




relieving drugs. j 






4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primate 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


I 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research faa'IHy. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This faolity is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Cara and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the 
tACUC-approved exceptions, this summary includes a bnef explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I 


SIGNATURE OFX E.O. OR INSTITUTIONAL OFFICIAL 


NAME 4 TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print 


DATE SIGNED 


18-23 (OCT 88). which is obsolete. 


( AUG 91 ) 
























Continuation Sheet 


University of South Carolina 
56-R-0003 

3. Facility Locations 
u s e. Columbia: 

Graduate Science Research Center 
School of Medicine 
Earth and Water Science 

Field Study Sites: 

Deschutes National Forest, Oregon 
Sumter County, South Carolina 


This report is required by !aw (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150 additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


1. REGISTRATION NO. 

CUSTOMER NO. 

56-R-0004 

902 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

TRI-COUNTY TECHNICAL COLLEGE 
VETERINARY TECHNOLOGY DEPT 
P.O. BOX 587 
PENDLETON. SC 29670 


3. REPORTING FACILITY (List ail locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary, ) 


FACIUTY LOCATIONS(si/es; 


HALBERT HALL 
PENDLETON, SC 29670 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 



Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO, 
OF ANIMALS 

(Cols. C ♦ 
0«E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatmenL and use of animals, including appropriate use of anesthetic, analgesic, arrd trar^ilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered altematives to painful procedures. 

3) This facility is adhering to the standards arxJ regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator arxJ approved by the Institutional Animal Caro and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report In 
addition to identifying the lACUC-appraved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

1 SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

— 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/01/2002 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 

































Thrs repc't is requfreC by law (7 USC 2U3). Failure !o report according Jo the regulations 
can 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


. See attached form for 
additional information 


1. CERTIFICATE NUMBER: 

56-R-0102 

CUSTOMER NUMBER: 

903 


Benedict College 
1600 Harding Street 
Columbia, SC 29204 

Telephone: (803) -253-5279 


Interagency Report Control No.: 


FORM APPROVED 
0MB NO. 0579-0036 




3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additiortal sheets if necessary ) 


Alumni Hall - Suite 115 (Housed) 

. , , ^ FACILITY LOCATIONS ( Sites ) - SeeAtachedUsting 

Alumni Hall - Suite 115-B (Used) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY < Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primate 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 


C. Number of 

D. Number of animals 

E. Number of animals upon which teaching. | 

F. 

animals upon 

upon which 

experiments, research, surgery or tests were 


which teaching. 

experiments, teaching. 

conducted involving accompanying pain or distress 

TOTAL NUMBER 

OF ANIMALS 

research. 

research, surgery, or 

to the animals and for which the use of appropriate 

experiments, or 

tests were conducted 

anesthetic, analgesic, or tranquilizing drugs would 

tests were 

involving 

have adversely affected the procedures, results, or 

( COLUMNS 

conducted 

accompanying pain or 

interpretation of the teaching, research, experiments. 

involving no 

distress to the animals 

surgery, or tests. ( An explanation of the procedures 

C+D+E) 

pain, distress, or 

and for which 

producing pain or distress in these animals and the 


use of pain- 
relieving drugs. 

appropriate anesthetic, a 

reasons such drugs were not used must be attached to 




0 

0 

0 

0 

25 

0 

0 

25 


Peromyscus 


Rattus (rat) 


ASSURANCE STATEMENTS 


1 ) Professionatly acceptable starxJards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquirizing drugs, prior to, during, and fbilowirtg 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required th^ exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, tfiis summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal cara ar>d 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAMP A Tin p OP r p r> no imutiti mnMAi nppir'iAi t nr Print 


•date SIGNED 


APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88). which is obsolete. 




































This report is required by law (7 USC 2143). Failure to report according to the regulations See attached form for Interagency Report Control No.; 

additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

CUSTOMER NUMBER: 904 

0MB NO. 0579-0036 

f\fi- 

OCT 07 2002 

University Of South Carolina 


ANNUAL REPORT OF RESEARCH FACILITY 

At Aiken 


( TYPE OR PRINT ) 

171 University Pkwy 

Aiken, SC 29801 



Telephone: (803) -641-3299 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessaiv or use APHIS Form 7023A ^ 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 

C. Number of 

D. Number of animals 

E. Number of animals upon which teaching. 

animals being ’ 

animals upon 

upon which 

experiments, research, surgery or tests were 

bred. 

which teaching, 

experiments, teaching. 

conducted involving accompanying pain or distress 

conditioned, or 

research. 

research, surgery, or 

to the animals and lor which the use of appropriate 

held for use in 

experiments, or 

tests were conducted 

anesthetic, analgesic, or tranquilizing dmgs would 

teaching, 

tests were 

involving 

have adversely affected the procedures, results, or 

testing, 

conducted 

accompanying pain or 

interpretation of the teaching, research, experiments. 

experiments. 

involving no 

distress to the animals 

surgery, or tests. ( An explanation of the procedures 

research, or 

pain, distress, or 

and for which 

producing pain or distress in these animals and the 

surgery but not ye 

use of pain- 
relieving drugs. 

appropriate anesthetic, a 

reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



1) Professionally acceptable standards governing the care, treatmerrt, and use of animals, including appropriate use of anestetic, analgesic, ar>d tranquilizing drugs, prior to, during, arxd following 
actual research, teaching, testing, surgery, or experimentation vrare followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print 


I DATE SIGNED 

td-j-oA 


APHIS FORM*7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88). which is obsolete. 


































This report is required by law (7 USC 2143). Failure to report according to the regulations See attached form for Interagency Report Control Ro.; 

additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

OCT 1 1 2002 

1. CERTIFICATE NUMBER: 56-R-0105 

CUSTOMER NUMBER: 905 

FORM APPROVED 

0MB NO. 0579-0036 



ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Labs Of Virginia, Inc 

95 Castle Hall Rd. 

P.O. Box 557 

Yemassee, SC 29945 



Telephone: (843) -589-5190 



3. REPORTING FACILITY ( List ail locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


j^^REPORTOFANIMALSUSIED^BYORUNDERCONTROL^OFRESEARCH^ACUTPf^r^^ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not yf 

C. Number of 
animals upon 
which leaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affecled the procedures, results, or 
interpretation of the leaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primate 

4,748 

312 



5,060 

10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 

























I ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print 

DATE SIGNED 

10/9/C 


APHIS FORM 7023 (Replaces VS FORM 18-23 (OCT 88). which is obsolete. 

( AUG 91 ) 




FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessarv or use APHIS Form 7023A t 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Numoer of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Numoer of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Numoer of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon whicn teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 


aL 


i 




1) Professionally acceptable standards govemir^ the care, treatrnenL and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each prirKipal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified arxi explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (LACUC). A summary of alt such exceptions Is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 
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This report is required by law (7 USC 2143). Failure to report according to the regulations 
can 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLOiNT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


OCT 1 7 2002 s.. 


See attached form for 
additional information 


1. CERTIFICATE NUMBER: 

56-R-0109 

CUSTOMER NUMBER: 

11563 


Interagency Report Control 


FORM APPROVED 
0MB NO. 0579-0036 




Trident Technical College 
Vet Tech Program 
7000 Rivers Ave 
P.O. Box 118067 
Charleston, SC 29423 

Telephone: (843) 


eon 


3. REPORTING FACILITY ( List alt locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


TTC Vet Tech. Bldg, Berkeley Campus FACILITY LOCATIONS ( Sites ) - See Atached Listing 

1001 South Oak Drive, Moncks Corner, SC 29461 

REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY t Attach additional sheets If necessarv or use APHIS Form 7023A \ 


A. 

Animals Covered 
By The Animal 
Welfare Regulatiorts 


Number of 

C. Number of 

D. Number of animals 

1 

E. Number of animals upon which teaching. 

F. 

animals being 

animals upon 

upon which 

experiments, research, surgery or tests were 


bred. 

which teaching. 

experiments, teaching. 

conducted involving accompanying pain or distress 

TOTAL NUMBER 

conditioned, or 

research. 

research, surgery, or 

to the animals and for which the use of appropriate 

OF ANIMALS 

held for use in 

experiments, or 

tests were conducted 

anesthetic, analgesic, or tranquilizing drugs would 

teaching. 

tests were 

involving 

have adversely affected the procedures, results, or 

( COLUMNS 

testing. 

conducted 

accompanying pain or 

interpretation of the teaching, research, experiments. 

experiments. 

involving no 

distress to the animals 

surgery, or tests. ( An explanation of the procedures 

C+D+E) 

research, or 

pain, distress, or 

and for which 

producing pain or distress in these animals and the 


surgery but not y£ 

use of pain- j 

relieving drugs. ] 

appropriate anesthetic, a 

reasons such drugs were not used nxist be attached to 1 




4. Dots 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primate 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 


0 

0 

0 

0 



1) Professionally acceptable standards governing the care, treatmem, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail such exceptions Is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The atterrding veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 
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This report is required by law (7 USC 2143). Failure lo report according to the regulations 
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UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


NOV 2 1 2002 See attached 


See attached form for 
additional information 


Interagency Report Control No.: 


1. CERTIFICATE NUMBER: 

56-R-0110 

CUSTOMER NUMBER: 

10055 



Technical Services Specialists, Inc. 
6133 Mount Carmel Rd. 
Walterboro. SC 29488 

Telephone: (843) -538-1014 


3. REPORTING FACILFTY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 
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A. 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primate 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


B. Number of 
animals being 
breo. 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 


C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conduaed involving accompanying pain or distress 
to the animals and for which the use or appropnate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animats and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


5 ; 


yO 



1) Professionally acceptable standards governing the care, treatmerrt, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing <injgs, prior to, during, and following 
actual research, teaching, tasting, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Cars and Use Committee (lACUC). A summary of all such exceptlorts is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 
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